The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LteUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

06 / 13/12 



Montez Haywood 

Assistant District Attorney, Suffok County 
Mr. Haywood, 

Enclosed is the information you requested. Included are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample # 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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DESCRIPTION OF ITEMS SUBMITTED 


CITY 


STATE 



LAB USE ONLY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 







Mo. Analyzed: 

City; Boston D.C.U. Police Dept. 3^'2>0'fO 

Officer: P.O. Roseanne Atkins-Tyler 
Def: 

Amount: Subst: SUB 

No. Cont: 2 Cont: pb 


Date Rec'd: 03/17/2010 
Gross Wt: 11.31 



No. Analyzed: 1 
NetWelghtiQ 
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PRELIMINARY TEST RESULTS 

RESULTS ( PriU,i/\l 
DATE 


lie 

CUi'vd 



(0 





GC/MS CONFIRMATORY TEST 


RESULTS 

MS 

OPERATOR 




date_^\_5o 1 i 0 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2010\SYSTEM7\03_25_10\706504.D 
DJR 

25 Mar 2010 11:4? 

BLANK 

1 

DRUGS.M 
RTE 



Abundance TIC: 706504.0\ciata.ms 



Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


706504.D Wed Jun 13 08:56:40 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P; \Q1-2010\SYSTEM7\03__25__10\706505 .D 
DJR 

25 Mar 2010 11:59 

COCAINE STD 


DRUGS.M 
RTE 


Abundance 


4.i26 


TIC: 706505.DWata.ms 


1000000 ' 


500000 


0 ^ 






T 


~r 


~r 


T" 


>~n 


“p 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 6.00 5.60 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 

4.326 

1421609 

100.00 

100.00 


706505.D Wed Jun 13 08:56:45 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2010\SYSTEM7\03_25_10\706505,D 

Operator ; DJR 

Date Acquired : 25 Mar 2010 11:59 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4,33 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


Abundance Average of 4.294 to 4.479 min.: 706505.D\data.ms f) 



! 

j 


706505.D Wed Jun 13 08:56:46 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q1-2010\SYSTEM7\03 25 10\706526.D 

Operator 

DJR 

Date Acquired 

25 Mar 2010 16:24 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC; 706526,D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


706526.D Wed Jun 13 08:57:27 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q1-2010\SYSTEM7\03_25_10\706527.D 

Operator : DJR 

Date Acquired : 25 Mar 2010 16:37 

Sample Name : 

Submitted by : KAC 
Vial Number : 27 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Abundance 

4000000 

3000000 

2000000 

looooooj 


TIC; 706527.D\cfata.ms 



4,00 4.50 5,00 5,50 6.00 6.50 7.00^ 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

4,331 5156167 100,00 100.00 


706527.D Wed Jun 13 08:57:41 2012 Page 1 


Corbett email PRR 023067 








Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q1-2010\SYSTEM7\03_25_10\706527.D 

Operator : DJR 

Date Acquired : 25^1ar2W0 16:37 

Sample Name : 

Submitted by : KAC 
Vial Number : 27 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4 . 33 

C:\Database\SLI,L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


Abundance Average of 4.283 to 4.490 min,: 706527.DWata.ms (-) 



mtz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 ..300 

Abundance #29: COCAINE 



706527.D Wed Jun 13 08:57:41 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name 

F:\Q1-2010\SYSTEM7\03 25 10\706529.D 

Operator 

DJR 

Date Acquired 

25 Mar 2010 17:02 

Sample Name 
Submitted by 

BLANK 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIG: 706529.D\dafa.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


706529.D V?ed Jun 13 08:57:59 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q1-2010\SYSTEM7\03_25_10\706530.D 
DJR 

25 Mar 2010 17:15 

COCAINE STD 

30 

DRUGS . M 
RTE 


Abundance 


1500000 


1000000 


TIC: 706530.D\data.ms 


4.326 


500000 


0 


"P 


"P 


“P 




P“ 




Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 


] 'T"| I "T' 

8.50 


9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4,326 

1936199 

100.00 

100.00 


706530.D Wed Jun 13 08:58:10 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Ql-2010\SYSTEMi7\03_25_10\706530 .D 
DJR 

25 Mar 2010 17:15 

COCAINE STD 

30 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# RT Library/ID 

CAS# 

Qual 


1 4.33 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


Abundance 


m/z--> 40 

Abundance 


m/z--> 



Average of 4.278 to 4.490 min.: 706530.DVdala.ms (-) 
182 


122 


-rJfVr— 

120 140 


152 


166 


,1 


198 


160 180 200 
f#29: COCAINE 

182 


209 222 

' > ' ' I 


220 


303 

272 

244 268 I 288 |, 

-r-j-r- r-r r -p.r T"r r"i" l i ■i-vT-f 

240 260 280 300 


122 


135 


152 166 


120 


|- n 'IV i-Al-r-i—f 

140 160 


198 

X 214 


1 —n—Ep—n—I— 1 ~ 

180 200 220 240 


272 

244 259 ! 


303 


' ' I ' 

260 280 300 


706530.D Wed Jun 13 08:58:11 2012 


Page 2 
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